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and Competitive Brands- 


Attached is a copy of the subject report based upon 
cigarettes manufactured during September, 1983 through 
December, 1983. 

Brand modifications were observed in the following 
brands: 

The CO delivery of Now 100 Menthol (2 to 3 mg/cigt.) 
increased correlating with a change to a less porous cigarette. 

The CO delivery of the Vantage Ultra Lights 100 (6.4 to 
5.6 mg/cigt.) decreased slightly correlating with a change to 
a more porous cigarette paper. 

The CO delivery of the Salem 100 (16 to 14 mg/cigt.) 
decreased correlating with the use of more porous cigarette 
paper. 

The CO delivery of the Winston Lights 85 (9 to 11 mg/cigt.) 
increased resulting from a decrease in ventilation and a less 
porous cigarette paper. 

The CO delivery of Pall Mall Light 100 (10 to 12 mg/cigt.) 
increased resulting from a decrease in ventilation. 

The following new brands were introduced: 

1. Sterling Special Blend 100, Plain and Menthol - 
R. J. Reynolds Test Market (See Table X) 

2. Century 100 - R. J. Reynolds, National Distribution 

3. Century Lights 100 - R. J. Reynolds, National 
Distribution 

4. Carlton Slim Deluxe 100's, Plain and Menthol - 
American Brands, National Distribution 
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CO Delivery, mg/cigt. 


Brand. 

Previous 

Present 

Modification 

R. J. REYNOLDS 

Now 100 Menthol 

1.6 

2. S 

Less Porous Paper 

Vantage Ultra Lights 

100 6.4 

5.6 

More Porous Paper 

Salem 100 

16.4 

14.5 

More Porous Paper 

Winston Lights 

9.3 

11.4 

Decrease in Ventilation 
and a Less Porous Paper 

AMERICAN BRANDS 

Pall' Mall Lights 100 

9.9 

11.9 

Decrease in Ventilation 
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